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®roposed Price Exhibit No, #21 To Contract GEWCT~700 
Production List No. DCC60+8~-1869 
Date 20 November 1959 


From: David Clark Company Inc, 
Contractor 


To: United States Government 
Contracting Officer 


ESTIMATED 
NOMENCLATURE a 


Prototype MAs2 Life Preserver 15 October 1959 


HQS MSG 120 (IN6166) 


Prices are fair and reasonable and 
this exhibit is hereby approved, 


Contractor warrants prices conform: 
to the price formula-in effect on 


Si : 
igned Signed: 


i a et 
(Authorized Representative) 
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